
V Extra flexibility for changing business 
conditions 

V QuickAvailability features for 
non disruptive operations 

V Lower total cost of ownership 
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a Fujitsu company 


2000C and 2000E Series 

Specifications 


?; he features and specifications outlined below 
/ contribute to the utility of Millennium™ Global 

Servers for today's demanding environments. For the 
most current information on Millennium Global Servers, see 
http;/fwwwamdahl. com/dodproducts/c ompcitlbkMilimni um / 
MiHenmimhCml 


Flexibility features 

ConServ™ Concurrent Service of firmware, Channels, and farts 

Coupling IMiairf* Parallel Sysplex coupling facility lunct tonality in a domam 

D isaster Recovery Program (DRP) Stan rtby CPUs for short-term use in an emergency 
Dynamic Channel Mapping ‘ I/O configuration and diag nostic flexibi ity 

eternal Coupling Server (ICS) Isolated CPUs for cou pling server use 
Multiple Domain Feature 1 " (MDF ™) Up to 15 domains 

Enhanced Multiple Server Feature^ Up to 1 5 savers 
(<VISF>- 

QuickAvai^at)ililty ,T ■ 1 Dynamic; QtiickCapacity 1 *. QuickSwItch™ QuickChannel$ lu 

Dynamic; Quic*Memory IMf 

Xtra Capacity Option (XCQ) Standby CPUs for iron-disruptive capacity upgrades 

* Contact ytiw Amdahl repnesenistwe Fix awdlsbUityof this feature. 


Advanced technology and design 


Single system hoard 

Processor design 

Connectivity 

Chip technology 

Level 1 cache (high-speed buffer) 

Level 2 cache 


All CPUs, memory, I/O processors. System Control Unit 
Up to 16 C PUs 
Up to 51 2 channels 

.I8p complementary metal oxide semiconductor (CMOS) 
25B KB per CPU. split equally between instructions and data 
2 MB per CPU. up to 32 MB total 




Physical characteristics of air-cooled 2000C and liquid-cooled 2G00E 



Minimum Configuration 

(Air. GS2015C; 2 GB, 32 Channels) 
(Liquid: GS201BE, 2 GB, 32 Charnels) 

Maximum Configuration 

(Air: GS2165C. 64 GB,64 Channel Slots) 
(Liquid: GS2165E: 64 GB, 64 Channel SkB) 

Transformer 
Single Feed 
Liquid-cooled 
Minimum" 

Transformers 
Dual Feed 
Liquid -cooled 
Maximum 4 


Frame B/A 
Air 

Frame G/AU0 
Liquid^ 

Frame X/B/A/C/Y 
Air 

Frame WAWtCN 
Liquid" 

F'ame B/AU'D 

Frame B/AL/D 

Floor space without service clearance 

16-lsqft 

21.5 $q ft 

32.3 sq ft 

36.6 sq ft 

4.9 sq It 

10.0 sq ft 


1.5 sqm 

2.0 sq m 

3.0 sq m 

3.4 sq m 

0.45 sqm 

0.92 sq m 

Fkrcr space with service clearance 

43.0 sq fl 

57.0 sq ft 

06.1 sq ft 

88.2 sq ft 

13.4 sq ft 

23.6 sq ft 


4.0 sq m 

5.3 sq m 

86 sqm 

8.2 sq m 

1.25 sqm 

2.20 sqm 

Approximate sve*gh< 

2,200 lb 

2,3151b 

3,352 Eb 

4,145 Eh 

606 lb 

1,2131b 

Approximate power requirements 
(50/60 He 200-240 Vac, 

1,000 kg 

1.060 kg 

1,520 kg 

1,680 kg 

275 kg 

550 kg 

380-415 Vac; 3 phase} 

2.8fcVA 

6.7 m 

6.2 kVA 

10.2 kVA 

0.1 kVA 

0.2 kVA 

Approximate hea: dissipation 

9.2fcBtu/hr 

21.7 kBturtir 

20.1 tiftu/hr 

33.2 kBbu/hr 

0.1 MBtufhr 

0.2 kBtu/hr 


* in the liquid'Coded Z'WOE syEtams. there may he i requirement far 33<V4CKV4l 5 writ trarsformers In soma installations in Eirap&and Australia. "Rase traiTsfonroers will ba ptovdee with the pncxessor, 
Single Fesj - 1 transformer 
Dual Feed - 2 iransfomners 
Advanced Address Space 


Memory 

Minimum Maximum ton figurations 

2 GB S4GB t GB, 3 GB, 4 GB, 5 GB r fi GB r 1 GB, 

BGB, 10GB.12 GB, 16 GB, 20 GB, 
24 GB r 32 GB, 40 GB, 40 GB. 64 GB 


Channels 



Mini mum 
Configuration 

Maximum 

Configuration 

Increments 

Total 

32 

512 

- 

Ficoir 

0 

64 

1 

ESCOH 

0 

512 

a 

Parallel 

0 

192 

4 

Amdahl Fast Hipeninks 

0 

64 

1 

OSA 

0 

64 

1 


^Contact jraur Amdahl representative Hoi amiability cf mis feature. 


Upgrade paths 

Ail models are upgradeable within their series or to a higher capacity series. 


Model Nomenclature 

(Example, Millennium C$20250 and CS2028E) 


Letter l & 2 

GS = Global Server 

Digit 3 

2 = Millennium 2000 Family 

Digit 4 & 5- 

Number of engines (01 through 16) 

Digit 6 

Engine speed 


5. 8 = full speed 


0,1, 2.3, 4 = degraded 

Letter? 

C or E = Series designation 


Supported operating systems 


OS/390 1.1. Q, 1.2.0, 1.3.0, 2.4.0, 2.5.0, 2.6,0. 2.7.0, 2,8.0, and 2.9.0 

MVS/ESA 5.1.0, 5.2.0. and 122 

VM/ESA 2.2.0. 2.30, and 2,4.0 

VS E/ESA 2.1.0, 2.2.0, 2.30, and 2.4.0 

TPF 4.1 and TPF HP04.1 

UTS 2.1.5, 2.1,7, 4,3.2, 4.3.3, £hd 4.4.0 


Millennium GS2Q00C models 


Millennium GS200OE models 


Model 

Capacity 

Range* 

MIPS 

MSUi 

s/w 

Croup 

CPUs 

Model 

Capacity 

Range* 

MIPS 

MSUs 

S/W 

Croup 

CPUs 

GS2011C 

0.89 - 0.98 

75 

13 

40 

1 

GS2014E 

1.10-1.22 

93 

16 

50 

1 

GS2012C 

0.96 - 1 .06 

81 

14 

40 

1 

GS2018E 

2,21 - 2,44 

186 

32 

70 

' 1 

GS201 3C 

1.40 - 1-55 

118 

21 

50 

1 

GS2024E 

3.19-3.53 

269 

47 

80 

2 

GS2Q14C 

1.70-1.97 

150 

26 

60 

1 

GS2028E 

4.22-4.66 

355 

62 

80 

2 

GS2015C 

1.91-2.11 

161 

27 

6D 

1 

GS2034E 

5.21 - 5.76 

439 

75 

80 

3 

GS2021C 

2.60 2.87 

219 

37 

70 

2 

GS203SE 

6.15-6.80 

518 

89 

SMLC 

3 

GS2022C 

2.77 - 3.06 

233 

40 

80 

2 

GS2044E 

7.07-7,81 

595 

103 

IMLC 

4 

GS2023C 

3.34-3.69 

261 

47 

80 

2 

GS204GE 

8.03-8.87 

676 

116 

IMLC 

4 

GS2025C 

3.85 - 4.03 

307 

53 

80 

2 

GS2054E 

8.87 - 9.00 

747 

129 

iMLC 

5 

GS2Q31C 

4.05 - 4,48 

341 

58 

80 

3 

GS2058E 

9.71-10.74 

818 

141 

IMLC 

5 

GS2032C 

4.54 -5.01 

382 

64 

80 

3 . 

GS20WE 

10.49-11.59 

883 

153 

IMLC 

0 

GS2035C 

5.33-5,88 

449 

75 

80 

3 

GS206SE 

11.31 -12.50 

952 

165 

IMLC 

6 

GS2Q41C 

5.71 -6.31 

481 

80 

80 

4 

GS2074E 

12,03 - 13.30 

1013 

176 

IMLC 

7 

GS2042C 

5.15-6.80 

515 

87 

IMLC 

4 

GS2878E 

12,81 - 14.16 

1079 

188 

IMLC 

7 

GS2043C 

6.29 -6.96 

530 

91 

MIX 

4 

GS2084E 

13.55- 14.98 

1141 

198 

iMLC 

8 

GS2045C 

5,96 - 7 .65 

566 

98 

IMLC 

4 

G520B8E 

14,25-15.75 

1200 

208 

IMLC 

8 

GS2052C 

7.62-8.43 

642 

109 

IMLC 

5 

GS2QME 

14.96 -16.54 

1250 

219 

IMLC 

9 

GS205SC 

3.42-9.31 

709 

121 

IMLC 

5 

GS2056E 

15.68- 17.33 

1320 

229 

IMLC 

9 

GS2061C 

8.69 - 9.83 

749 

129 

IMLC 

6 

G52104E 

16.36-18.09 

1378 

240 

IMLC 

10 

G52062C 

9,07 - 10.03 

764 

131 

IMLC 

6 

GS21D0E 

17.08-1887 

1438 

250 

IMLC 

10 

GS2Q65C 

9.80 - 10.83 

825 

141 

IMLC 

6 

GS2114E 

17,79-19.06 

1498 

200 

IMLC 

11 

GS2Q72C 

10.40-11.50 

87 G- 

152 

IMLC 

7 

GS2118E 

18.48-20.42 

1556 

270 

IMLC 

11 

G52075C 

11.10-12.27 

935 

162 

IMLC 

7 

GS2T24E 

19,18-21.20 

1615 

280 

IMLC 

12 

GS2082C 

11.70 -12.93 

985 

172 

IMLC 

8 

G52128E 

19,36-21.95 

1672 

290 

IMLC 

12 

GS208SC 

12.35-13.66 

1040 

181 

IMLC 

8 

GS2134E 

20.41 -22.56 

1719 

298 

IMLC 

13 

GS2 092C 

12.97 - 14.33 

7092 

190 

IMLC 

9 

GS213SE 

20.97 - 23.18 

1766 

306 

IMLC 

13 

GS2095C 

13.59 - 15.02 

1144 

200 

IMLC 

9 

G52144E 

21.49- 23.76 

1810 

314 

IMLC 

14 

GS21Q0C 

12.88 - 14.24 

10B5 

188 

IMLC 

10 

GS2148L 

nm- 24.33 

1854 

321 

IMLC 

14 

GS2101C 

13.41 - 14.82 

1129 

196 

IMLC 

10 

GS2154E 

22,49 ■ 24.BG 

1894 

328 : 

IMLC 

15 

GS21Q2C 

14.19-15,68 

. 1135 

209 

IMLC 

10 

GS2158E 

22,97 - 25.38 

1934 

335 

IMLC 

15 

GS2105C 

14,91 - 16.37 

1247 

218 

IMLC 

10. 

GS2164E 

23,41 -25.87 

1971 

342 

IMLC 

16 

G52112C 

15.41 17.04 

1299 

226 

IMLC 

11 

GS2168E 

23.36 -26.34 

2087 

348 

IMLC 

16 

GS2115C 

16.01 - 17,69 

1346 

235 _ 

IMLC 

11 

■ = Capacity range compared to Mi Jennium GS715 at 60 MIPS 




GS2121C 

15.54 - 17,18 

1309 

226 

IMLC 

12 







GS2122C 

16.63 - 18.38 

1400 

243 

IMLC 

12 







GS2125C 

17.21-19,02 

1449 

252 

IMLC 

12 







GS2132C 

17.74-19.61 

1494 

260 

IMLC 

13 







GS2135C 

78.26 - 20.19 

1535 

267 

IMLC 

13 







GS2142C 

18.75 - 20.72 

1579 

274 

IMLC 

14 







GS2145C 

19.24-21.26 

1620 

282 

IMLC 

14 







GS2152C 

19.69-21.76 

1653 

m 

IMLC 

15 







GS2155C 

20.13 - 22.25 

7695 

295 

IMLC 

15 







GS2162C 

20.54 - 22,71 

1730 

301 

IMLC 

16 







GS2155C 

20.95 - 23.15 

1764 

307 

IMLC 

16 








' = Capacity rg.r>ge mmpaneS to Millennium GS715 3i BP MIPS. 
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Tel: 800 223 2215 
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Tel: 416 510 3111 
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For your local Amdahl office, 
please access: 

www.amdahl.com/europe/offices 

or email: 

Am dah J J n_E u ro pe@a mdahl.com 

Asia 

Amdahl Asia Services Sdn.Bhd 
Tel: +60 3 794 7233 
Fax: +60 3 794 991 1 
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Sydney 

Tel: +61 2 9776 4800 
Fax: +61 2 9776 4801 
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Tel: +64 4 495 9900 
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Amdahl is a registered trademark of Amdahl 
Corporation, All other trademarks and product names 
are the property of their respective owners. 

The Information in this document may be superseded 
by Subsequent documents. For details regarding 
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